From:  | Administrator/Ex.  6 

Location:  ' A'dmimsfratbTs'dffice  or  Call-in 

Importance:  Normal 

Subject:  Private  Drinking  Water  Update  re:  Gold  King  Mine 

Start  Date/Time:  Mon  8/1 7/201 5 9:00:00  PM 

End  Date/Time:  Mon  8/1 7/201 5 9:30:00  PM 

Please  include  appropriate  folks  on  this  call  relating  to  sample  results  from  private  drinking 
water  wells  in  the  vicinity  of  the  Animas. 


Nonresponsive  Conference  Code 


1793043 
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